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FOR PSO FROM SY/T 

E.O. 11652: N/A 

TAGS: ASEC 

SUBJECT: TECHNICAL SERVICES 

1. A WSB TEAM IS PRESENTLY SCHEDULED FOR MID-MAY ARRIVAL. 
IN CONVERSATION WITH RSO NESS, WE NOW UNDERSTAND POST HAS 
CCTV MALFUNCTIONS. 

2. TO INSURE TEAM IS PREPARED TO ASSIST, REPLY REQUESTED 
TO FOLLOWING: 

A. ARE ALL CCTV SYSTEMS MALFUNCTIONING? 

B. HAVE THERE BEEN VOLTAGE OUTAGES OR EXTREME FLUCTUA- 

- TIONS LATELY? 

C. WHEN POWER IS APPLIED, DO PANEL INDICATOR LIGHTS WORK 

- ON MONITOR AND/OR CONTROL BOX? 
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D. ARE ALL ALARM SYSTEMS WORKING? 

E. ARE THERE ANY PROBLEMS WITH THESE SYSTEMS? 

3. IN ADDITION TO ABOVE, WE WOULD APPRECIATE DESCRIPTION 
OF ANY SY EQUIPMENT MALFUNCTIONS IN AS MUCH DETAIL AS 
POSSIBLE. 
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4. INSTALLATION OF ROOF ALARM SYSTEMS IS DEPENDENT ON RE- 
CEIPT OP EQUIPMENT PROM VENDOR PRIOR TO TEAM DEPARTURE. CHRISTOPHER 
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